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02032 6 dec 1959 


DIRECTOR 


OPS (1 -2-3-4) 

s/c (5) 

DAP 


TOR: 0203Z b DEC Jf9 



OPE RAT 5 OMAL ! MMED ! ATE 



‘793 


FOR 


RE ?ARA 2 REF TERMINAL WEATHER FORECAST VALID 061000Z TO 06 1 6002 
40 SCT 80 BRK VIS 15 SURFACE WIND 030/1 5"20. FCR 


40 SCT 70 BROKEN VIS 12 SURFACE WIN D 1 80/1 2 POSSIBLE RAIN SBOV 

30 BROKEN 80 OVERCAST VIS 10 SURF AC 

WIND 140/10. 

END OF MESSAGE 
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